THE 


VELAND MUSEUM OF ART 


PUBLIC RELATIONS OFFICE 
CLEVELAND, OHIO 44106 
TELEPHONE (216) 421-7340 



PRESS - TV - RADIO EXHIBITION PREVIEW NOTICE 


A preview of an exhibition of paintings and graphic works by the 17th-century 
German Baroque master Johann Liss will be held at The Cleveland Museum of Art 
on Monday, December 15, 1975, from 10:00 a.m. to 12 noon. The exhibition 
is installed in the Museum's ground level exhibition gallery. 

An illustrated catalog, as well as photographs of works in the exhibition, 
will be available at the preview. On hand to answer questions will be the 
scholars responsible for the organization of the exhibition and the preparation 
of the catalog: Ann Tzeutschler Lurie, Associate Curator of Paintings at The 
Cleveland Museum of Art, Louise S. Richards, Museum Curator of Prints and 
Drawings; Dr. Rudiger Klessmann, Director of the Herzog Anton Ulrich -Museum 
in Braunschweig, Germany, and Dr. Bruno Bushart, Director of the Stadtische 
Kunstsammlungen in Augsburg, Germany. 

The exhibition opens to the public Wednesday, December 17, 1975 and remains 
on view through March 7, 1976. It was organized by The Cleveland Museum of 
Art in conjunction with the Stadtische Kunstsammlungen in Augsburg, where 
it was viewed by European audiences from August 2 to November 2. Cleveland 
is the only other city where the exhibition will be shown. 


For additional information, please contact Ann Edwards or Frances Stamper, 

The Cleveland Museum of Art, 11150 East Boulevard, Cleveland, Ohio 44106; 
(216) 421-7340. 


